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    Editorial: 
Nurturing Excellence in Dental Technology

Dear Reader,

As we dive into the 46th volume of Quintessence of Dental Technology (QDT), I find myself humbled by the unwavering trust and support from you and from our restorative teams providing nothing but outstanding clinical excellence and documentation. You are the driving force behind our commitment to push boundaries in the field of dental technology. Thank you for inspiring us to keep going!

In this volume, we again have the privilege of featuring contributions from some of the best restorative teams in our domain. This issue is particularly special, as we showcase complex cases and focus on how digital technologies can help to simplify treatment. The contributing authors are committed to breaking down these complex cases into step-by-step documentation so readers can understand the intricate procedures. Moreover, we emphasize the pivotal role of proper diagnosis and documentation—the cornerstone of successful dental treatment. The ability to create a comprehensive picture of a patient’s oral health is an art that, when perfected, leads to informed decisions and patient satisfaction.

In our relentless pursuit of excellence, we have witnessed the transformative power of modern technology. It is not merely a tool to be more efficient and avoid technical complications; it is the key to delivering predictable and accurate treatment outcomes. However, in today’s world, we must also strive to ensure that these outcomes are affordable for the general population.

    As we venture together into this 46th volume of QDT, I am excited to share with you the latest advancements and insights in the world of dental technology. Together, we will continue to nurture excellence, foster innovation, and make a positive impact on the lives of our patients.

Thank you for your continued trust in QDT. Stay curious, and always be inspired.

Sincerely,

Vincent Fehmer
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Krzysztof Chmielewski, dds, msc1

Maja Chmielewska, dds, msc1

Dagmara Karczewska-Purzycka, dmd1

Paolo Venturini, mdt1

Nico Squicciarini, mdt1

Restoring the teeth of patients who have lost their natural teeth or whose existing teeth are severely damaged is a complex and lengthy process. Thankfully, modern technologies and tools have made it easier to speed up specific processes and reduce the number of visits required. However, it is important to find a balance between minimizing patient visits and allowing enough time for proper healing and stabilization of soft and hard tissue. In this article, we outline the stages and tools used in our clinic to ensure the highest standard of dental care for our patients.

Prosthetically driven planning refers to an approach wherein the desired final prosthesis should be the inspiration source for surgical planning and implant placement rather than vice versa (Figs 1 to 4). Implant treatment can be especially useful in treating edentulous patients not only to replace missing teeth but also to restore function, esthetics, and speech.

    Here are the steps involved in providing prosthetically driven planning of immediately loaded implants with screw-retained full-mouth bridges to edentulous patients or those with terminal dentition who require immediate implant loading.









1SmileClinic, Gdansk, Poland.

Correspondence to:

Krzysztof Chmielewski

krischmielewski@me.com



FIGS 1–4
 Prosthetically driven 
implant planning based on 
preferable tooth position.
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FIGS 5/6 
Establishing correct vertical 
dimension and verification of lip 
support with wax rims.







1.Clinical Assessment

Before initiating any process, a thorough clinical assessment must be undertaken of the patient’s oral health, dental needs, and esthetic expectations. Clinicians and patients may hold different views regarding what constitutes esthetic success; an understanding must be reached between them both.

2. Determination of Prototype Prosthesis

The initial step in creating the ideal prototype prosthesis is identifying its size, shape, color, and positioning of teeth. Wax occlusal rims help to establish the correct bite position, the vertical dimension, and the position of teeth (Figs 5 and 6) while giving an idea of patient lip support and smile line, which can be verified by additional cephalometric radiograph examination. Cephalometric analyses help to fully understand a patient’s facial profile and maxillomandibular relationship (Fig 7).




To ensure accurate function, it is important to plan for canine and anterior guidance as well as dynamic occlusion during speech and chewing movements. The Zebris JMA system (Jaw Measurement Analysis) is a perfect tool for this purpose. It records the mobility of the mandible and all degrees of movement. By analyzing the data, any issues with jaw movement that may affect the patient’s dental rehabilitation can be identified (Fig 8).

Dental photography and software like SmileFy or Smilecloud can be invaluable tools in achieving and verifying the position of teeth (Figs 9 and 10).
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FIG 7  
2D cephalometric 
examination and 
analysis helps in 
understanding the 
facial profile and 
maxillomandibular 
relationship.




FIG 8  Record of the mobility of the mandible performed with Zebris JMA system.




FIGS 9/10  Diagnosing esthetic appearance of the restoration based on dental photographs and cloud-based software SmileFy.
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FIGS 11/12  3D-printed radiographic guides prepared for the dual scan technique.




3.Radiographic Guide and CBCT

To provide an accurate visualization of prosthesis placement relative to existing bone tissue, imaging techniques such as the dual scan technique can be used. In the dual scan technique, patients are imaged while wearing a radiopaque template of their intended prosthetic design (Figs 11 and 12). The radiographic guide allows the clinician to visualize where the prosthesis will ultimately reside on existing bones, thereby enabling implant placement that optimally supports the planned prosthetic design. Implant placement decisions are therefore guided by prosthetic considerations.




4.Integrating Imaging Data with the Prosthetic Plan

When combined with advanced surgical planning software such as coDiagnostiX (Dental Wings), imaging data relating to bone quantity and quality can be combined with a second scan of a radiographic guide or digital design of the prosthesis (Fig 13). This allows clinicians to virtually place implants in optimal positions considering both prosthetic requirements as well as surgical considerations (Figs 14 and 15). This step makes it possible to segment specific tissues (like bone and soft tissues) and add objects like provisional bridge designs.





FIG 13 
Merged and 
integrated data of 
the dual scan.
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FIGS 14/15 
Data integration in the 
coDiagnostiX software.





5.Digital Planning of the 
Surgical Guide

After finalizing the design of a prosthesis, a surgical guide is created to assist with the placement of implants and abutments during surgery, ensuring that they are positioned precisely as intended.

Digital planning uses specialized software, such as coDiagnostiX, to identify optimal implant locations and angulations as well as prosthetic abutment positions. Gingival height and angle options for prosthetic abutments may be selected from within the software’s library. Measuring angles between implants and abutments provides additional insight into acceptable deviation and assists in establishing the insertion path for restorative work. Construction of a surgical guide for edentulous cases entails several steps to ensure accurate implant placement and access for drills. The specific techniques and materials used for guide fixation and drill access may differ depending on individual operator preferences, patient-specific needs, and available technology.

Bone-supported surgical guides gain their support from the alveolar ridge. These surgical guides can be used by partially or fully edentulous patients and utilize bony structures for stability and accuracy during implant placement. Bone-supported guides may require extra flap reflection to access, making fabrication more complicated (Fig 16).


Magnetic or stackable guides can be an ideal solution to address numerous limitations. Their construction consists of three layers in the majority of cases:

1. The template base can be placed directly onto
 bone, mucosa, and teeth using pins as anchor
 points to secure its positioning on bone surfaces. 
It serves as the basis for further layers, and its 
positioning determines the positioning of the other 
elements and magnets; depending on indication, it 
may act as a template for bone-reduction procedures (Fig 17).

2. An osteotomy template serves as the second 
layer. After its fixation, the surgeon conducts bone 
preparation and implant placement. Final implant depth and internal index position for abutment 
orientation are achieved using markers marked on 
the template and the implant carrier (Fig 18).

    3. The provisional magnetic bridge forms the third 
layer (Figs 19 to 21). Its spatial position is decided at 
the planning stage in relation to the patient’s head 
coordinates.
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FIG 16 
Bone-supported guide 
printed with the 
verification bone model.




FIG 17 
First layer of 
magnetic template 
base for the maxillary 
treatment supported 
on the palate and 
fixed with vestibular 
and palatal pins.




FIG 18 
Second layer for 
osteotomy and 
implant insertion
 fixed in position with 
magnets.




FIG 19 
The third layer is a 
PMMA magnetic 
bridge.




FIGS 20/21 
Magnetic bridge with 
first layer of the guide 
fixed on the bone of 
the mandible.
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6.Fabricating the Surgical Guide and Provisional Restoration

Once the surgical guide design has been finalized, it is saved and exported in STL format (Fig 22). Based on this data and the technology used for printing, the file is prepared by the dedicated nesting software for the 3D printing process.

The surgical guide is typically printed using a 3D printer compatible with dental applications, such as SLA (stereolithography), DLP (digital light processing), or PolyJet printers. A biocompatible resin explicitly designed for surgical guides is used during printing; layer by layer, it is cured to create an accurate surgical guide. Support structures may be needed during this process to support overhangs and complicated geometries and will later be removed.

After printing, surgical guides may undergo post-processing steps to eliminate excess resin and achieve their desired surface finish. Post-processing may involve rinsing with a cleaning solution or using a post-curing device to ensure complete polymerization of the resin (Figs 23 and 24). Before surgery, the guide must undergo a disinfection/sterilization process following medical hygiene standards.

The provisional bridge Is made of PMMA (polymethyl methacrylate), and after milling, it is cut and finished. In the final stage, magnets are glued in the orientation following the base (first layer) of the template (Fig 25).





FIG 22 
Designed surgical guides are saved in 
STL format for 
production.




FIGS 23/24 Surgical guides after removal of support material and cleaning.




FIG 25 
PMMA bridge after 
finishing with 
magnets glued into 
the housings.
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FIG 26  Bone-supported guide in an edentulous case fixed on the bone after flap reflection.




FIG 27  Soft tissue–supported guide in an edentulous case fixed on the bone with pins.




FIG 28  Implant index reference marked on the guide in black and implant driver alignment with corresponding reference markers.




FIG 29  Implant mounted on the implant driver without the guide.




7.Surgery and Provisional Restoration

During surgery, a surgical guide is used to place implants as planned precisely. Once local anesthesia has been administered, soft tissue incisions are made to access underlying bone structures. A flap is created to provide access to the implant site. (Depending on individual circumstances, some procedures can be completed without having to expose the bone, but these instances are rare.) Situations in which individuals have worn complete dentures for many years often result in significant bone loss, necessitating complex surgical procedures to place implants and regenerate soft and hard tissues to create a strong base for prosthetic work (Figs 26 and 27).

Immediate loading of implants in edentulous patients involves several considerations. One of the key goals should be achieving adequate primary stability during implant placement in an environment with sufficient bone volume and quality. Primary stability refers to the initial mechanical stability of implants in bone tissue and depends on both macro and micro design considerations. Primary stability is essential because it enables immediate functional loading without jeopardizing osseointegration processes.

With stackable guides, implants are placed in their desired locations with careful consideration given to index orientation (Figs 28 and 29). Once the implants are in position, multiunit abutments (MUAs) chosen in planning are mounted onto each implant
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FIG 30 MUAs mounted on the implants with visible magnetic platform mounted on the mandibular bone.




FIG 31 Titanium sleeves mounted on the MUAs.




FIG 32 Titanium sleeves mounted on the MUAs with magnetic bridge on top.




FIG 33 Fixation of the sleeves with flowable composite.




FIG 34 PMMA bridge after trimming the connectors and finishing.




FIG 35 PMMA bridge after finishing and being fixed with screws.




according to the initial plan and index position (Fig 30). A PMMA magnetic bridge is then mounted to the template base and connected via titanium sleeves using flowable composite (Figs 31 to 33). Finally, the magnetic connectors are cut off, and the gingival side of the bridge is finished as desired (Fig 34).

Once sutured, the provisional prosthesis is screw retained (Fig 35), and occlusal adjustments are made. When loading implants immediately, the utmost care must be taken to ensure optimal results from occlusal contacts in a provisional restoration. For maximum effectiveness, aim for a balanced occlusion; that is, forces during biting and chewing should be evenly distributed among all the implants and supporting structures to limit excessive forces on individual implants and reduce complications.
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FIG 36 
MUAs with healed 
soft tissue.




8.Healing Period

After the implant surgery, a healing period is necessary for osseointegration to occur. This process typically takes several months (usually 3 to 6 months) to ensure a strong and durable foundation for the final restoration. Once the bone and soft tissue healing process is complete, it is necessary to assess the position and volume of the soft tissues around the prosthetic abutments. Due to soft tissue remodeling and maturation, individual MUAs may need to be replaced before taking impressions for the final prosthetic work (Fig 36).

9.Final Restoration Production and Delivery

Several steps are still required before delivery of the final restoration: 

• Implant impression

• Prosthetic design and verification

• Prosthesis manufacturing

• Delivery of the restoration




Implant impression

This step begins with the precise transfer of prosthetic abutments and soft tissue. Intraoral scanning and photogrammetry are two modern digital technologies utilized in prosthetic dentistry to create accurate impressions and measurements for dental restorations; their precision and reliability, compared with traditional impression methods, are essential factors when determining the overall fit and success of prosthetic restoration.

Photogrammetry can only transfer position information regarding implants/abutments; an intraoral scan must also be utilized to provide soft tissue information (Figs 37 and 38). The PIC camera (Precise Implants Capture, Pic Dental) is an imaging system specifically designed to capture high-resolution images for dental photogrammetry applications, offering precise digital impressions of implant positions. The camera takes multiple images from different angles to capture comprehensive coverage before processing these with photogrammetry software to reconstruct an in-depth 3D model with high accuracy (up to 4 micron).
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FIG 37 
PIC markers mounted 
on MUAs to transfer 
MUA position.




FIG 38 
Scanbody fixed on 
MUAs to transfer soft 
tissue position with 
intraoral scanner.




FIG 39  Printed prototype of the restoration in the mouth for evaluation of esthetics and function.




Prosthetic design and verification

Based on the impressions taken, a blueprint is designed. A prototype of the future restoration may be milled or printed to check its shape, function, and esthetics. At this stage, the clinician must evaluate all aspects of the prototype, including its passivity, esthetics, function, phonetics, and soft tissue adaptation (Fig 39). Canine and anterior guidance, as well as dynamic occlusion during speech and chewing movements, must also be checked to assess function accurately; the Zebris JMA system serves this purpose perfectly.

It is important to conduct thorough testing to ensure the bridge fits properly and satisfies the patient’s expectations in terms of both appearance and function. Any needed mod-ifications are made based on the outcomes of these trials.
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FIG 40 
Titanium bars 
milled.




Prosthesis manufacturing

Once the prototype is approved, the dental lab team uses it to create a zirconia bridge for the patient’s full arch. This may take multiple iterations, because each bridge must precisely meet individual oral structures and functional needs. The white and pink esthetics will replace the lost volume of soft tissue, so capturing the gingival shade for color reference is very helpful.

Fabricating a full-mouth screw-retained zirconia bridge with titanium bar reinforcement typically involves these steps:

1. Titanium bar design: Using a CAD/CAM system, dental technicians create an individual titanium bar framework according to the prototype volume and soft tissue transition desired. When creating a zirconia bridge, choosing the appropriate metal for the framework is crucial to ensure the bar does not break. The framework serves as a reinforcement and support for the bridge.

2. Milling the titanium bar: Once a titanium bar design has been finished, a five-axis milling machine is used to mill it with extreme precision and accuracy, guaranteeing accuracy during the fabrication of its shape (Fig 40).

3. Zirconia bridge fabrication: To create a zirconia bridge, the titanium bar is first scanned and used to design the bridge. Depending on the CAD operator’s expertise, the project may be completed directly with the CAD software. Once finalized, the milling process begins to ensure a proper fit. It is crucial to select the appropriate material based not only on esthetics but also on mechanical properties that align with the prosthesis design. After milling, the zirconia frame is carefully removed from the blank and finished prior to the sintering process.
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FIG 41 
Example of 
zirconia milled 
frame.




4. Sintering: The sintering process is crucial for determining the physical properties of zirconia. To achieve optimal results, it is important to carefully follow the manufacturer’s recommendations for the specific type of material being used. When creating a framework, it is essential to ensure that the connectors and stabilizers are positioned and sized correctly to prevent cracks from forming (Fig 41). Even if these cracks are not visible to the naked eye, they can cause irreversible damage to the structure after a few firing cycles in the ceramic oven. The temperature and timing of the heating and cooling phases are critical factors in achieving the desired strength and properties of the final product.

5. White and pink esthetics: A zirconia bridge features white and pink esthetics in terms of teeth and soft tissue replacement. Zirconia is an increasingly popular material for dental restoration due to its strength, durability, and natural appearance. White esthetics refers to the color of the teeth in a zirconia bridge restoration, specifically their shade, to ensure they blend in naturally with surrounding natural teeth. Pink esthetics refers to the color of the gingival replacement tissue of a bridge that mimics natural gingival tissue for an authentic and lifelike effect. Pink esthetics are particularly useful when the bridge is visible in a smile line because it helps to create a smooth transition between artificial and natural gingival structure. Reaching optimal white and pink esthetics requires the combined skill set of a dentist, CAD/CAM specialist, and ceramist. Working together, they customize the shape, size, color, and translucency of artificial teeth until the final restoration closely resembles that of the patient’s natural teeth and gingiva (Figs 42 to 47).

6. Integrating the titanium bar: Once the vestibular ceramic layering and finishing have taken place, a milled titanium bar is integrated into the zirconia bridge using dual-curing luting composite bonding techniques to adhere it. Final delivery to the dental office occurs after final polishing and inspection by the dental lab team (Figs 48 and 49).
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FIGS 42–45  Transfer of the soft tissue color shade for pink ceramic work.




FIG 46  
Vestibular layering of 
ceramic with respect to 
the morphology, texture, 
and color.
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FIG 47 
Final result after 
polishing.




FIG 48 
Zirconia framework 
and titanium 
bar before the 
integration 
process; verification 
on the model.








OEBPS/Styles/TimesNewRomanPSMT.otf


OEBPS/Styles/Salis_MVB_Medium_Italic.otf


OEBPS/Styles/Salis_MVB_Semibold.otf


OEBPS/Styles/Salis_MVB_Light_Italic.otf


OEBPS/Styles/Salis_MVB_Medium.otf


OEBPS/Styles/Salis_MVB_Italic.otf


OEBPS/Styles/Salis_MVB_Light.otf


OEBPS/Styles/Salis_MVB_Bold.otf


OEBPS/Styles/Salis_MVB_Heavy.otf


OEBPS/Styles/Acumin-BdPro.otf


OEBPS/Styles/Salis_MVB.otf


OEBPS/Styles/Roboto-Regular.otf


OEBPS/Styles/Roboto-Bold.otf


OEBPS/Styles/RobotoCondensed-Regular.ttf


OEBPS/Styles/UniversLTStd-UltraCn.otf


OEBPS/Images/cover.jpg
2024

01

QUINTESSENCE OF DENTAL TECHNOLOGY

Vincent Fehmer, ot
(V) QUINTESSENCE PUBLISHING Editor-in-Chief





OEBPS/Images/page0002.jpg





OEBPS/Images/page0005.jpg
2024

QUINTESSENCE OF DENTAL TECHNOLOGY

/ Vincent Fehmer, mpt
5 Editor-in-Chief

c for Fixed Prosthodontics and Biomaterials
University of Geneva
! Geneva, Switzerland






OEBPS/Images/page0006.jpg





OEBPS/Images/page0003.jpg
ExpEertise
and
Confidence:

IPS e max® ZirCAD® Prime

d by the gradient technology. Tt
n value can get you really close t0
what we seé on natural teeth”

‘The ultimate zirconium oxide with a Gradient
Technology:

v more about
dient Technology

ivoclar

People Smile






OEBPS/Images/page0004.jpg





OEBPS/Images/page0009.jpg





OEBPS/Images/page0007.jpg





OEBPS/Images/page0008.jpg





OEBPS/nav.xhtml






		Cover



		Copyright Page



		Title Page



		Contents



		Editorial: Nurturing Excellence in Dental Technology



		Full-Arch Implant-Supported Zirconia Bridge: Digital Tools for Planning, Guided Surgery, and Prosthetics



		Digital and Interdisciplinary Adhesive Conservative Rehabilitation Based on Esthetic and Occlusal Integration: A Case Report



		Virtual Treatment Planning in Digital Dental Technology



		Full-Mouth Rehabilitation: A Digital Workflow and Microscopic Approach



		Digital Patient Concept for Ideal Occlusal Plane Orientation in Full-Mouth Rehabilitation



		Multidisciplinary Treatment of Diastema Closure: Benefits and Limitations of the Mock-up Technique



		Balancing Digital and Manual Procedures to Restore Severe Atrophy in the Esthetic Zone



		Digital Technology: A Tool for the Treatment of Implant Reintervention



		Full-Arch Rehabilitation with Zirconia Implants and Monolithic Zirconia Prosthesis: A Case Report



		Replacement of Failing Restorations in the Esthetic Zone: Solutions to Clinical and Laboratory Challenges



		Triple D: Dentofacial Digital Diagnostic



		3D Printing of Lithium Disilicate Ceramics: Fact, Fiction, or Future?



		Choosing the Right Treatment Plan to Meet the Patient’s Expectations



		Biorestorative Modification of White Spot Lesions .in Anterior Teeth



		Clinical Documentation Made Easy with the Intra.diffuser Kit



		Matchmaker: Microlayering and the Best of Different Worlds











Landmarks





		Cover



		Copyright Page



		Title Page



		Table of Contents



		Start of Content













		i



		ii



		iii



		iv



		v



		vi



		vii



		1



		2



		3



		4



		5



		6



		7



		8



		9



		10



		11



		12



		13



		14



		15



		16



		17



		18



		19



		20



		21



		22



		23



		24



		25



		26



		27



		28



		29



		30



		31



		32



		33



		34



		35



		36



		37



		38



		39



		40



		41



		42



		43



		44



		45



		46



		47



		48



		49



		50



		51



		52



		53



		54



		55



		56



		57



		58



		59



		60



		61



		62



		63



		64



		65



		66



		67



		68



		69



		70



		71



		72



		73



		74



		75



		76



		77



		78



		79



		80



		81



		82



		83



		84



		85



		86



		87



		88



		89



		90



		91



		92



		93



		94



		95



		96



		97



		98



		99



		100



		101



		102



		103



		104



		105



		106



		107



		108



		109



		110



		111



		112



		113



		114



		115



		116



		117



		118



		119



		120



		121



		122



		123



		124



		125



		126



		127



		128



		129



		130



		131



		132



		133



		134



		135



		136



		137



		138



		139



		140



		141



		142



		143



		144



		145



		146



		147



		148



		149



		150



		151



		152



		153



		154



		155



		156



		157



		158



		159



		160



		161



		162



		163



		164



		165



		166



		167



		168



		169



		170



		171



		172



		173



		174



		175



		176



		177



		178



		179



		180



		181



		182



		183



		184



		185



		186



		187



		188



		189



		190



		191



		192



		193



		194



		195



		196



		197



		198



		199



		200



		201



		202



		203



		204



		205



		206



		207



		208



		209



		210



		211



		212



		213



		214



		215



		216



		217



		218



		219



		220



		221



		222



		223



		224



		225



		226



		227



		228



		229



		230



		231



		232



		233



		234



		235



		236



		237



		238



		239



		240



		241



		242



		243



		244



		245



		246



		247



		248



		249



		250



		251



		252



		253



		254



		255











OEBPS/Images/page0012.jpg





OEBPS/Images/page0013.jpg





OEBPS/Images/page0010.jpg





OEBPS/Images/page0011.jpg





OEBPS/Images/page0016.jpg





OEBPS/Images/page0017.jpg





OEBPS/Images/page0014.jpg





OEBPS/Images/page0015.jpg





OEBPS/Images/page0018.jpg





OEBPS/Images/page0019.jpg





OEBPS/Styles/Miller_Banner_Bold.otf


OEBPS/Styles/Miller_Display_Bold.otf


OEBPS/Styles/JandaElegantHandwriting.ttf


OEBPS/Styles/Miller_Banner_Black.otf


OEBPS/Images/page0020.jpg





OEBPS/Images/page0023.jpg





OEBPS/Images/page0024.jpg





OEBPS/Images/page0021.jpg





OEBPS/Images/page0022.jpg





OEBPS/Images/logo_cpy.png
@ QUINTESSENCE PUBLISHING
=L USA





OEBPS/Images/page0025.jpg





OEBPS/Images/copy1.png





